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GENERAL ADMINISTRATION DEPARTMENT 

NOTIFICATION 

The 22nd June, 2015 
No. 14970-GAD-FE-OSSC -0006 /2015/Gen.- In exercise of the powers conferred 
by the proviso to rule - 4 of the Odisha Staff Selection Commission Rules, 1993, the 
Governor of Odishahas been pleased to include in the list,under Schedule-l appended to 
the Odisha Staff Selection Commission Rules, 1993 as follows: 

In the said Schedule in Serial No. 6 against the Department" Fisheries & Animal 
Resources Development"the following postshall be added in column(3) namely: 

6. Junior Engineer 
7. Inspector ofCo-operative Society (fy). 
8. Junior Clerk 
9. Junior Stenographer 


By Order of the Governor 


P.C. SARANGI 
Deputy Secretary to Government 


Printed and published by the Director, Printing Stationery and Publication, Odisha, Cuttack -10 

Ex. Gaz. 482-173 +25 


